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CHART OF THE 


WESTERN RAILROAD. 


||] 9 


Mount Holyoke and Mount Tom in 
the distance. 


Cutting in sand. 
Chickopee Village 


E] 


Main Street. 


Northampton and Greenfield Rail- — 
road. 
NoRnTHAMPTON, 18 miles. 
GREENFIELD, 36 *'' 
Connecticut River. 


Fall 60 feet per mile to 983 miles. 


to Springfield, 


Í E Garden Brook. 


il | 


Garden Brook. 


Level to 100 miles. 


Hartford and New Haven Railroad. 
^' [rr HanRrronp, 26 miles. 
pa NEsw HavEN, 62. * 
ET NEw Yonx, 152 ** 
99 


Rise 33 feet per mile to 1014 miles. 
00 


